. AT-A-GLANCE 


ICOM Analog Portable Radio Comparison 


FEATURES F1000S 


F2000S 
{1 


128 
5W 
136-174 MHz 136-174 MHz 136-174 MHz 
400-470, 450-512 MHz 400-470, 450-512 MHz 400-470, 450-512 MHz 
MDC Signaling Basic 


151-154 MHz 


Tone Signaling Yes Yes 
Battery Operating Time 14 NiMH*/ 20 Li-lon* 14* 
IP Waterproof Rating IP54 IP67 


Keypad 4 Key 
Connector Pin Type 


Built-in Inversion Voice Scrambler 
Yes 


Low Battery Alert Low Battery Alert Low Battery Alert Low Battery Alert 
(Surveillance Function, Low Battery Alert, 


Voice & Vibrate Function) Surveillance Function Surveillance Function Surveillance Function Surveillance Function 


Legend 
Good Better Best No 


SS 


“Typical operation Tx:Rx: Stand-by = 5:5:90, power save ON. 
“Version available 
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